To:  Way,  Stevenfway. steven@epa.gov] 

Cc:  Matt  Francis[m. francis@erllc.com] 

From:  Griswold,  Hays 

Sent:  Fri  8/7/2015  4:51:44  AM 

Subject:  Re:  GK  Draft  Work  Plan 

I also  think  it  is  fine  I did  have  it  in  hard  copy  and  had  read  now  that  i look  through  my  papers... 
Hays 

Sent  from  my  iPad 

On  Aug  6,  2015,  at  10:18  PM,  Way,  Steven  <way.steven@epa.gov>  wrote: 


Matt  - this  is  fine  and  I thought  I had  approved  it.  Anyway,  the  only  thing  I didn't  see  was 
our  plan  to  treat  using  the  same  chemistiy  as  we  did  at  R nB. 

Thanks 

Steve 

Sent  from  my  iPhone 

On  Aug  6,  2015,  at  6:55  PM,  Matt  Francis  <m.francis@erllc.com>  wrote: 


Steve  - this  plan  was  submitted  for  review  on  June  1 1 . 1 don’t  see  that  I received  any 
requested  changes  from  you.  Are  we  in  agreement  that  this  is  the  final  that  should  be 
provided  to  Joni? 


From:  Matt  Francis 
Sent:  Thursday,  June  11,  2015  1:56  PM 
To:  'Way,  Steven'  <wav.steven@epa.gov> 
Cc:  Marilyn  Smith  <m.smith@erllc.com> 

Subject:  GK  Draft  Work  Plan 


Attached  is  a Draft  Work  Plan  for  Gold  King.  Please  review  and  comment  when  you 
get  a chance.  The  $ estimate  was  provided  previously,  let  me  know  if  you  want 
another  copy.  Elliott’s  schedule  is  the  most  current  and  will  be  inserted  as  the  estimate 
referenced  for  Attachment  B . 
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Matt  Francis 


Environmental  Restoration,  LLC 
303.994.6611 


Confidentiality  Warning:  This  e-mail  and  any  attachments  contain  information 
intended  only  for  the  use  of  the  individual  or  entity  named  above.  If  the  reader  of  this  e- 
mail  is  not  the  intended  recipient  or  the  employee  or  agent  responsible  for  delivering  it 
to  the  intended  recipient,  any  dissemination,  publication  or  copying  of  this  e-mail  is 
strictly  prohibited.  Although  this  email  has  been  scanned  for  malware,  the  sender  does 
not  accept  any  responsibility  for  any  loss,  disruption  or  damage  to  your  data  or 
computer  system  that  may  occur  while  using  data  contained  in,  or  transmitted  with, 
this  e-mail.  If  you  have  received  this  e-mail  in  error,  please  immediately  notify  by 
return  e-mail.  Thank  you. 
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